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621 Rose Street 
Lincoln, NE 68502 USA 
www.mdsps. com 

Tel: (402) 476-2811 Fax: (402) 476-7598 


September 25, 2002 


Bettie L. Nelson, DrPH 
Senior Research Scientist 
Worldwide Scientific Affairs 
Philip Morris USA 
615 Maurv Street 
Richmond, VA 23224 

Re: SCoR 2003-6/01/02: SCoR 6 

Pharmacy Accountability Forms 

Dear Bettie: 


Enclosed you will find the MDS Pharmacy Accountability Forms for the above-referenced 
study. On September 24, 2002, the monitors, Kathy Lawry and Susanna Berelovich, 
reconciled the products (J 5 and Marlboro Ultra Lights cigarettes). 

It is my understanding that the products will be destroyed on site. In order to destroy 
the remaining product, written permission will be needed. Destruction will commence 
upon receipt or this permission. 

Sincerely, 

Kimberly PrcMal 
Senior Project Manager 
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Source: https://www.industrydocuments.ucsf.edu/docs/txyx0001 


